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What's New in 2015... 
Part F 





National Geographic series "American Genius" Episode: "Tesla v. Edison" used props made and supplied by Electrotherapy Museum 


Last Updated: Friday 17 July 2015 


Swett & Lewis Faradic Coil 


Mejla wearing shoes 


DC Kicking Coil Photos 


Poor Man's Induction Coil 


Homemade Quartz UV Lamp 





German Arku Violet Ray 


German Haider Violet Ray 


German Horus Violet Ray 


German Phonix Violet Ray 


German Ultrazone Violet Ray 


Electrical Oscillators, Tesla 


Electrical Communication with planets, Nikola Tesla 


Tesla Oscillators Electrical Experimenter July 1919 


Chas A Branston Violet Ray Booklet 


Old Polyphase Motor and Induction Coils Photo, Alternating Currents 


Dr Sinclair Tousey Dental X-Ray Photo 


Mcintosh Hogan Oudin Resonator Effluves and Tesla Coil Arcs 


Electro-Chemical Lichtenberg Figures 





Kinraide / Keely Motor / Hill Breach Of Faith 


Kinraide Remarkable Photographs 


¥ — Kinraide Simple Ultra-Violet Lamp 
\* 3 * 


Kinaide Hand-Cranked X-Ray Supply 


Replica DC Kinraide Test- Ball=negative - Duration- 2 minutes, 42 seconds 


Replica DC Kinraide Test- Ball=negative - 1/8 speed - Duration- 3 minutes, 12 seconds 


Replica DC Kinraide Test- Ball=positive - Duration- 75 seconds 


Replica DC Kinraide Test- Ball=positive 1/8 speed - Duration- 3 minutes, 40 seconds 


Bipolar Magnifier - Duration- 6 seconds 





Same Induction Coil as in last video but 30 MFD - Duration- 26 seconds 


Poor Mans Induction Coil, Video 4... - Duration- 27 seconds 


Poor Man's Induction Coil, single layer coil! - Duration- 46 seconds 


Same induction coil as prior 2 videos, 10 MFD - Duration- 18 seconds 


*Bulldog Sumo "Gums" playing with his ball - Duration- 84 seconds 


Mejla begging for Curried Goat - Duration- 14 seconds 


Madeline, Julian, and | - Duration- 20 seconds 


Best Father's Day gift, Madeline - Duration- 24 seconds 





Replica DC Test, Ball Negative 1/8th speed - Duration- 3 minutes, 12 seconds 


Replica DC Kinraide Test- Ball=positive - Duration- 75 seconds 





Bulldog slobber slow motion - Duration- 55 seconds 


Florida heat lightning in the clouds - Duration- 35 seconds 





Madeline's rendition of Andy Warhol's Sleep... - Duration- 42 seconds 


impractical Illumination...Tesla lamp wall art - Duration- 31 seconds 


1960 K-11 Cutawl saw... - Duration- 45 seconds 


Mejla begging for Curried Goat - Duration- 14 seconds 
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